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"Cosmic" and/or lenticular harm at 6 months intrauterine gestation. Please read a priori 
articles/posts for further details regarding relative risk reduction (specifically w/respect to 
the latter). 

[Credit/Courtesy: Eliza Fernie, MPH] 
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